To:  Allen.Sorenson@state.co.us[Allen.Sorenson@state.co.us] 

Cc:  Stover  - DNR,  Bruce[bruce.stover@state.co.us] 

From:  Way,  Steven 

Sent:  Mon  8/1 7/2015  4:33:56  PM 

Subject:  FW:  GK  Flow  Variability 

Gold  King  Flow  Variability. docx 


FYI  -just  easy  look  at  the  data. 


Steven  Way 

Federal  On-Scene  Coordinator 
Emergency  Response  Unit 


US  EPA  - Region  8 


1595  Wynkoop  Street 
Denver,  CO  80202 


Office:  303-312-6723 


From:  Christner,  Jan  [mailto:Jan.Christner@WestonSolutions.com] 

Sent:  Monday,  August  17,  2015  10:19  AM 

To:  Way,  Steven 

Subject:  GK  Flow  Variability 


See  attached  that  also  includes  a graph. 


Bullet  Points: 


•□□□□□□  For  years  with  multiple  flow  measurements  (2009,  2010,  2011),  the  Gold  King 
Mine  discharge  varied  by  up  to  45  percent  within  1 year  (2009),  when  the  November  flow  was 
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45  percent  greater  than  the  August  flow. 


•□Of jUI 1 The  Gold  King  Mine  discharge  annual  average  ranoff  flow  varied  from  the  annual 

average  non-runoff  flow  by  up  to  22  percent  (2010). 


•□□□□□□□□  Measurements  in  2015  included  31  gallons  per  minute  (gpm)  on  June  24  (similar  to 
Fall  2014),  and  69  gpm  on  July  15  and  July  23. 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited. 
If  you  received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete 
this  email  from  your  system.  Thank  you. 
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